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Message Text 



UNCLASSIFIED 

PAGE 01 ROME 12134 041741Z 

61 

ACTION EUR-25 

INFO OCT-01 ISO-OO SS-20 NSC-07 SCI-06 HEW-08 DOTE-OO 

INT-08 HUD-02 DODE-OO CEQ-02 EB-11 10-14 OIC-04 

COME-OO FEA-02 CIAE-00 PM-07 INR-11 L-03 ACDA-19 

NSAE-00 PA-04 RSC-01 PRS-01 SP-03 USIA-15 TRSE-00 

SAJ-01 FPC-01 AEC-11 EPA-04 SAM-01 DRC-01 /193 W 

023118 

R 041607Z SEP 74 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 6705 
INFO USMISSION NATO 
AMCONSUL MILAN 

UNCLAS ROME 12134 

E.O. 11652: N/A 

TAGS: NATO: ENRG, SENV, IT 

SUB J : CCMS: ENERGY CONSERVATION PROJECT - MODULAR 
INTEGRATED UTILITY AND TOTAL ENERGY SYSTEMS 
(MIUS) AND AIR POLLUTION FOLLOW-UP VISIT 

REF : ROME 11785; STATE 186855 & 190272 

1. FOLLOWING IS SCHEDULE FOR MENCHER AND HARRIS SEP 9 
IN MILAN: 

9:00 A.M. PROF. WELTVREDEN 

INSTITUTE FOR MANAGEMENT OF TECHNOLOGY 
CORSO MAGENTA 63 

1 1 :00 A.M. PROF. SILVESTRI 

INSTITUTE DI FISICA TECNICA 
PIAZZA DA VINCI 32 

3:30 P.M. PROF. SANTOMAURO 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ROME 12134 041741Z 

CORSO MATTEOTTI 1 1 
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2. ENG. CARLO LOMBARDI OF CISE (ENEL INFORMATION CENTER 
FOR STUDIES AND EXPERIMENTS) WOULD PROBABLY BE ONE OF DELE- 
GATES TO DETROIT CONFERENCE INTERESTED IN SEPT. 30 WASHINGTON 
MEETING ON MIUS. PROF. SILVESTRI WILL CONFIRM LOMBARDI'S 
PARTICIPATION TO MENCHER.VOLPE 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSERVATION, ENERGY, AIR POLLUTION, ITINERARY, PROGRAMS (PROJECTS), VISITS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 04 SEP 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ROME12134 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740245-0575 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740976/aaaaclyv.tel 

Line Count: 67 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: ROME 11785; STATE 186855 & 190272 

Review Action: RELEASED, APPROVED 

Review Authority: boyleja 

Review Comment: n/a 

Review Content Flags: 

Review Date: 14 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14 JUN 2002 by maustmo; APPROVED <28 JAN 2003 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS: ENERGY CONSERVATION PROJECT - MODULAR INTEGRATED UTILITY AND TOTAL ENERGY SYSTEMS 
TAGS: ENRG, SENV, IT, NATO 
To: STATE 
Type: TE 
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